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Ho. 8153 NEW DELHI, FRIDAY, HAY 9, 1952 


MINISTRY OF COMMERCE AXD INDUSTRY 

PUBLiCTKOTICB 
Import Tradi Cohthol 
Nmp DelK j tM 9th Hay. im 
Sub/eci : — Import of spare parti of incandescent temps etc. 

No. 51-1TC(PN) / 5B. — It has been represented that the existing regulations 
make no provision for the import of spare parts for metal lamps made of 
aluminium and not made of aluminium, other than the parts specified against 
aerial Nos. 271 and 272 of Part IV of the Import Trad© Control Schedule in 
Appendix “B” of the Policy Book for the January-June, 1952 licensing period, and 
that consequently some of the lamps imported and in use already in the country 
are idle or useless merely because the required spare parts axe not available. It 
hai, therefore been decided that sparo ports for incandescent lamps may be 
allowed to be Imported against licences isjmed for the January-June 1952 period 
to established importers for Serial Nos, 271 and 272 to the extent required, except 
that reservoirs and reflectors shall not be allowed to be Imported as spare under 
this concession. 

2. It has also been decided that as there is no indigenous manufacture of haat- 
resisting glasses of the type required for use In incandescent lamp# and as 
ordinary glass strmips are not satisfactory for the purpose, established importers 
may import heat-resisting glass to the extent of 20 percent of the value of spare 
parts of lamps imported by them against such licences. Manufacturers of 
Incandescent lamps who have obtained licences for the import of parts for 
|he manufacture of incandescent lamps will also allowed to import heat- 

resisting glass upto the extent of 20 per cent of the value o f spares imported by 

U K. JRA, Joint fifitfy. 
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